72— Church  of  the  Good  Shepherd, 
Jacksonville,  Fla. 


The  church  of  the  Good  Shepherd,  located 
on  the  corner  of  Park  and  Stockton  Streets  in 
Jacksonville,  is  one  of  the  newer  Parishes  of 
the  Episcopal  Church  in  the  Diocese  of 
Florida,  having  started  some  forty  years  ago 
as  a  mission  of  the  mother  Church  of  St. 
John's.  The  present  structure  was  completed 
in  1929,  and  forms  the  last  of  a  quadrangle  of 
buildings  consisting  of  Parish  House,  Guild 
Hall,  Gymnasium  and  Natatorium. 
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